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The watch was kept up for some nights, and was
followed by a search each succeeding morning. Every
night the tapping was heard, but no trace discovered of the
authors in the morning. The mystery was never cleared
up, neither was that of the lights at the Delhi Gate.
When we first entered the fort hundreds of labourers
were here employed, throwing up defences and construct-
ing palisades. During the progress of the works a shed
appeared in the Eowney. It was supposed to have been
put up by some of the labourers for shelter; no attention
was paid to it. But one night a clerk, who had quarters in
the gateway, noticed a light in the Eowney, which appealed
to proceed from the shed. He mentioned the circum-
stance to a sergeant, who told his officer, and a sentry was
posted below at a spot where the shed would be in fall view.
The night was dark, but not too dark to discern
objects at a short distance. Near midnight the sentry
perceived a figure creeping towards the shed; the figure
seemed to enter; in a minute the light appeared. The
sentry challenged, then he fired. Nest morning the shed
was searched. The bullet had penetrated a water jar,
but of lamp or visitor there was no trace. The next
night all occurred as before, except that two figures were
seen to enter the shed. But again in the morning there
could be found trace of neither men nor lamp. The
third night three figures were observed and fired at as
before. At the discharge the light vanished, but the
morning search showed only that the ball had entered
the shed. The shed was now removed and the ground
dug into, but no trace could be discovered of a concealed
passage, nor any means conjectured by which the men
could have found exit from the Eowney or place of con-
cealment within it.